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MINISTRY OF AGRICULTURE 
(Department of Agriculture and Cooperation) 

NOTIFICATION 

New Delhi, the 12th May, 2003 

S.0.537(E).—In pursuance of sub-clause (2) of clause 29 of the Fertiliser (Control) Order, 1985, the Controller with a 
view lo ensure accurate analysis of fertilizer samples, hereby specifies that every laboratory notified under sub-clause (1) 
thereol shall possess within one year from the date of publication of this notification, the following minimum laboratory 
equipment and other laboratory facilities, namely 


S.No. 

Name of Laboratory equipment and other facilities 


1 

Electronic Analytical Balance; 

• 

2. 

Spcctrophoto meter; 


3. 

PH Meter; 


4. 

Oven; 

- 

5. 

Muffle Furnace; 


6 , 

Vaccum pump; 


7. 

Karl Fischer Titrator; 


8. 

Water bath cum-shaker; 


9. 

Kjcdhal Digestion and Distillation Unit; 


10. 

Magnetic Stirrer; 


11. 

Vacuum Dfcssicator; 


12. 

Indian ‘Standard sieves; 


13. 

Hot Plate; 


14. 

Sample grinder; 


15. 

All Glass Water Distillation units; 


16. 

Top pan balance; and 


17. 

Deioniser 



The laboratories analyzing the micro nutrients, shall also possess the Atomic Absorption Spectrophotometer (AAS). 

[F. No. 1-1/2003 Fert. Law] 
SATISH CHANDER, Jt. Secy. 
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